To: Christenson, Dave[Christenson. Dave@epa.gov]; OBrien, Wendy[OBrien. Wendy@epa.gov] 

Cc: McComb, MartinfMcComb. Martin@epa.gov]; jmiller@techiawinc. comOmiller@techiawinc.com] 

From: Adamczyk, Megan 

Sent: Thur 8/1 3/201 5 3:03:52 AM 

Subject: MCL report for Potable Waters 

Q Potable Water MCL Exceedances 08-12-15 0853.xlsx 


Hi All, 


I have attached the MCL exceedance report for the first batch of potable water samples. There 
are not validated! Please let me know if you would like to see additional information. 


3 samples had exceedances for Iron and or manganese, which are coded as “2 nd ” MCLs. 


Regards, 

Megan J Adamczyk 


Weston Solutions Inc. 

1435 Garrison Street 
Suite 100 

Lakewood, CO 80215 
Office: 303.729.6157 
Cell: 914.204.1044 

email: megan.adamczvk@westonsolutions.com 


CONFIDENTIALITY: This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. If you 
received this email in error, please notify the sender by return e-mail and delete this email from 
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your system. Thank you. 
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